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HOT AT ALLTMES HOT AT ALL TIMES HOT IN RUN 



-$■0401 

(LOVER MIDDLE 
SECTION OF RIGHT 
REAR QUARTER PANEL) 


Exterior Lamps Circuit, Wagon W/ Lamp Out Warning (2 of 2) 
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Exterior Lamps Circuit, Wagon W/O Lamp Out Warning (2 of 2) 
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HOT IN PARK OR HEAD 



I/P FUSE PANEL 


0235 

„ 9 TAN 


] C247 


STOP LAMP IN 


RR PARK LPS IN 
RR PARK LPS OUT 
POWER (IGN) 


STOP LAMP OUT 
HI STOP LAMP IN 


HI STOP LAMP OUT 
RR PARK LPS IN 


RR PARK LPS OUT 


LAMP OUT WARNING MODULE 
(REAR LEFT SIDE OF CARGO AREA) 


RED/LT GRN 


EXTERIOR LIGHTS SYSTEM 


WHT/LT GRN 


| 11 LT GRN 

, 12 RED/LT GRN 


. 13 BLK/ORG 


1046 (SEDAN ONLY) 
102 (SEDAN ONLY) 


EXTERIOR LIGHTS SYSTEM 

S416 (SEDAN) 
S433 (WAGON) 


EXTERIOR 

LIGHTS 

SYSTEM 


G401 

(LOWER MIDDLE 
SECTION OF 
RIGHT REAR 
QUARTER PANEL) 


Lamp Outage Module Circuit 










